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Message Text 


UNCLASSIFIED 

PAGE 01 HONG K 06660 1605 1 8Z 

17 

ACTION SY-05 

INFO OCT-01 EA-10 NEA-10 ISO-00 /026 W 

051575 

R 160338Z JUN 75 
FM AMCONSUL HONG KONG 
TO SECSTATE WASHDC 5442 
INFO AMEMBASSY BEIRUT 

UNCLAS HONG KONG 6660 

DEPT EOR A/SY/T 
BEIRUT EOR RTC 

E.O. 11652: N/A 
TAGS: ASEC 

SUBJECT: CCTV PROBLEMS 

REE: (A) BEIRUT 7331 (B) STATE 139646 

1 . CONDITIONS DESCRIBED IN REF A APPEAR IDENTICAL TO PROBLEMS 
EXPERIENCED ON TWO OF OUR CAMERAS; FIRST CAMERA, MARK II 
S/N 184138, WAS IN DANANG AND HAS BEEN PROCESSED 

FOR REPAIR IN CONUS AND RETURNED (NOW IN TOKYO WHERE IT WILL 
RECEIVE FIRST EXTENDED USE SINCE ITS RETURN WHEN INSTALLED NEXT 
WEEK) AND SECOND CAMERA, D/N S/N 183951, NOW ON WAY TO DEPT 
FOR REPAIR. 

2. IN RESPONSE TO REE B ITEM 4, BOTH CAMERAS OPERATED OUTDOORS 
IN MODERATE CLIMATE FOR NO MORE THAN 48 HOURS BEFORE 
DEVELOPMENT OE ERAME INSTABILITY. BOTH CAMERAS RETURNED 
TO RTC AND OPERATED, THEN, ON BENCH IN 72 DEGREE, LOW 
HUMIDITY ENVIRONMENT; AFTER ADJUSTMENT OE "MAINS SYNCH" 
POTENTIOMETER, ERAME HOLDS FOR A NUMBER OE MINUTES BUT 
THEN PROCEEDS TO TEAR OUT. MAINS SYNCH POT OF VERY POOR 
CONSTRUCTION AND PROBABLY CHANGES RESISTANCE WITH TEMPERATURE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channei indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 16 JUN 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975FIONGK06660 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750208-0727 
From: HONG KONG 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linki 975/newtext/t1 9750648/aaaabrbs.tel 

Line Count: 51 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION SY 

Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 75 BEIRUT 7331 , 75 STATE 139646 
Review Action: RELEASED, APPROVED 
Review Authority: greeneet 
Review Comment: n/a 
Review Content Flags: 

Review Date: 05 FEB 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <05 FEB 2003 by PhilliR0>; APPROVED <17 FEB 2004 by greeneet> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 

Secure: OPEN 

Status: NATIVE 

Subject: CCTV PROBLEMS 

TAGS: ASEC 

To: STATE 

Type: TE 
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